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Site History 


► 1900 to 1924 - Residential m 

► 1924 to 1950 - Automotive Repair Shop/Gas Station 

► 1950 to 1972 - Eastern Overall Company 
► Uniform supply and cleaning company 

► 1972 to 2002 - Cutting/Seaming Textiles for Sports Apparel 

► 2002 to Present - Vacant 


Current Site Activities 














Regulatory History 


► Release Tracking Numbers (RTNs) 


► 3-4350 

► 3-23606 

► 3-28545 

► 3-28548 

► 3-28564 

► 3-36184 

► 3-36373 


Permanent 

Solution 

Achieved 



APPROXIMATE LIMITS 

or subject sire 

ANO KIN 3 23606 


APPROXIMATE UMlTS OP AW. AREA 
ASSOCIATED WITH RTN 3-23606 


APPROXIMATE LOCATION Of TWO 
rORMER 3.000 GALLON U5T, 


APPROXIMATE UVfTS 
Or RTN 3-36373 
APTROXIMATC 
LOCATION Of 
PORMCR 3.000 
GALLON UST 

APPROXIMATE LIMITS' 
Of RTN 3 2B34C 


APPROXIMATE LOCATION Of 
FORMER l .000 GAUON UST 


APPROXIMATE LIMITS' 
OF RTN 3-4330 



•- 
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APPROXIMATE UMOS OF 

PROfOStU BUILDING — APPROXIMATE LOCATION Of EXPLORATION PERFORMED By OTHERS 


APPROXIMATE LOCATION Of PCS 
CONTAMINATED SOIL TO WHICH 
RTN 3-36IB4 APPLIES 


APPROXIMATE LIMITS OF RTN 3-2BS4S 


APPROXIMATE LOCATION Of TWO 
FORMER l .000 GALLON UST, 


JOWt.HVY.lf 4KNA 





McPHAIL 

ASSOCIATES, LLC 

























Constituents of Concern (COCs) 


3-23606 

► Asbestos Containing Material (ACM) 

► Polycyclic Aromatic Hydrocarbons 
(PAHs) 

► Petroleum Hydrocarbons 

► Volatile Organic Compounds (VOCs) 

► Metals 

3-36184 

► Polychlorinated Biphenyls (PCBs) 

3-36373 

► Petroleum Hydrocarbons 



APPROXIMATE LIMIT© Of ALU. ART A 
ASSOCIATED WITH RTN 3-P3606 


APPROXIMATE LOCATION Of 
FORMER l .000 GAUON UST 


APPROXIMATE 
OF RTN 3 4350 


APPROXIMATE LIMITS 

or subject sire 

ANO RTN 3 23606 


APPROXIMATE tOCATON OF 
rORMtR S.000 GALLON U5T» 


APPROXIMATE 

OF RTN 3-36373 


APPROXIMATE 
LOCATION OF 
FORMER 5 .000 
GAUON UST 


J — APPROXIMATE LOCATION Or TEST PIT PERFORMED B> J 0CREN2O 
Co ON JUNE 5. 2020 FOR McFMAiL ASSOCIATES. U.C 


FIGURE 




t~1 — APPROXIMATE LOCATION OF PROPOSED TEST PIT 


^1 - APPROXIMATE LOCATION Of TEST PIT PERFORMED BY J. DERENZO Co. 
ON FEBRUARY /© AND I9. 2020 FOR McPMAJL ASSOCIATES. LlC 


— approximate location of exploration performed by others 


REFERENCE TroS FLAN WAS PREPAREO FROM A 20 SCALE DRAWING 
ENT/TUtD. *5ITE LAYOUT « UtlUTY PlAM DATE0 AUGUST 20. 201© 
PRf PARE0 Br CAMBRIDGE SEVEN ARCHITECTS ANO PLANNERS 


IJMflSOP 
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APPROXIMATE LOCATION OF TEST PIT PERFORMED BY OTHERS 
APPROXIMATE LOCATION OF EXPLORATION PERFORMED BY OTHERS 




APPROXIMATE LOCATION OP PC© 
CONTAMINATED SOIL TO WHICH 
RTN 3-36104 APTlltS 


APPROXIMATE UMTTSOF RTN 3-2054© 


APPROXIMATE LOCATION OP TWO 
FORMER i .000 GAU.ON UST* 




YTM SOMCRVIUX AVTNUE. LLC 
McPMAIL ASSOCIATES. UC 


McPHAIL 

[associates, llc| 























Response Actions 

► Environmental Monitoring Plan 

► Dust Monitoring 

► Ambient Air Screening for VOCs 




















Response Actions 

Environmental Monitoring Plan 

► Dust Monitoring 

► Ambient Air Screening for VOCs 
RTN 3-23606 

► Upper 1.5’ of clean soil cap material will be 
replaced with 1’ of subbase material covered by 
3.5” asphalt 

RTN 3-36184 

► PCB affected material excavated and removed 
off-site 



| FIGURE ~~ 


M~l — APPROXIMATE LOCATION OP TEST PIT PERFORMED BY 
J. DERENZO Co. ON JUNE 5. 2020 FOR McPHAIL 
ASSOCIATES. LLC 

(~1 — APPROXIMATE LOCATION OP PROPOSED TEST PIT 

E - APPROXIMATE LOCATION OP TEST PIT PERFORMED BY 
J. DERENZO Co. ON FEBRUARY 16 AND 19. 2020 FOR 
McPHAIL ASSOCIATES. LLC 

— APPROXIMATE LOCATION OF TEST PIT PERFORMED BY 
OTHERS 

-d>- — APPROXIMATE LOCATION OF EXPLORATION PERFORMED 
BY OTHERS 

REFERENCE: THIS PLAN WAS PREPARED FROM A 20-SCALE DRAWING 
ENTITLED. "SITE LAYOUT « UTIUTY PLAN" DATED AUGUST 26. 2016 
PREPARED BY CAMBRIDGE SEVEN ARCHITECTS AND PLANNERS 


| | -LESS THAN RCS-1 


^1 — UNUNED LANDFILL 


| | - CELLS EXCAVATED TO DESIGN 

DEPTH AND REMOVE D OFF SITE 

















Response Actions 

► Environmental Monitoring Plan 

► Dust Monitoring 

► Ambient Air Screening for VOCs 

► RTN 3-23606 

► Upper 1.5’ of clean soil cap material will be 
replaced with 1’ of subbase material covered by 
3.5” asphalt 

► RTN 3-36184 

► PCB affected material excavated and removed 
off-site 

► RTN 3-36373 

► Tank cleaned, emptied, and removed off-site 

► Affected material will be excavated and removed 
off-site 


► Further assessment activities to be performed 










